IMPORTANT INFORMATION 


38-Range LCD Digital Multimeter 

Cat. No. 22-1 68A 


Your 38-Range LCD Digital Multimeter comes 
with an insulation capsule designed to protect the 
battery in the battery compartment. Do not dis- 
card this capsule! 

If you do not use this insulation capsule as de- 
scribed in “Installing/Replacing the Battery” on 
Page 14 of the Owner’s Manual, damage to the 
product or personal injury could occur. 
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